AMENDMENT NO. 1 JANUARY 2023 


TO 


IS 17630 : 2021 MEDICAL TEXTILES — BEDSHEET AND PILLOW COVER — 
SPECIFICATION 


[Page 2, Table 2, SI No. ix)] — Substitute ‘Water vapour resistance’ for ‘Moisture vapour transmission 
rate’ 


[Page 2, Table 2, SI No. ix)] — Delete “Note 2’. 
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